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E1, E2, E3, E4, is connected in each vapour pipe between each separator and each successive heating cylinder, as shown in Figs. 66, 67, and 68, and in detail in Fig. 75. Gauge glass and liquid receiving chambers, G1, G2, G3, G4, connect with the bottom of each separating chamber for receiving the liquid as it is separated from the vapour, and a gauge
Fig. 81
glass g is applied to each of such chambers. Liquid discharge and transfer pipes t, tl, having valves //, h\ as best shown in Figs. 66,68, and 72, lead respectively from chambers G1, G2, of the first and second effect to the manifold feedpipes leading into the cylinders B3, B4, of the third and fourth effect for the purpose hereafter described. The